Brazen Horses that vomited Fire.
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daughters they had married. Alarmed at the mighty forces brought against him, Regnerus ordered a number of brazen, fire-breathing horses to bo secured ou chariots, and whirled suddenly into the densest body ofhis enemies. The manoeuvre succeeded, and his unnatural sons were put to Wight. It appears that the chariots and their burdens were exceedingly massive, since they overwhelmed whatever opposed them Wo add the passage at largo from Saxo. It will be perceived that lie is wiliMit respecting the fire-vomiting faculty of the metallic chargers, though that; was clearly implied in the opinion of the Gothic historian; uu opinion that can hardly bo questioned.
Post lime Rogncrus, expeditionem in Hellesponticos parans, vocata-que Duuorum coucioiie, saluberrimas se populo leges laturum promit-tena, ut \unisquisquo paterfamilias, secut ante, quern minimi inter liboros duxonit, milituturum oxhiboret, ita tune valentioris opera filium aut probations fidoi Borvum arrnaret, edixit. Quo facto omnibus, quos ox Thorn, pvocrovorat, film, prater ubbrmen, assumptis, Hellespontum ejusqno nigom Dian variis contusum'bellis lacessendo perdomuit. Ad ultiuiiirn oiuidom ci'eborrimis discrimiuibus implicatum extinxit. Cujus filii Dian ot; Duxou, oil in .Huteui regis filias maritali sorte complexi, im-potmtiH a sootu'o copiis, ardmitissimo spiritu paternae vindicta^negotium rapiuu'uut. Quorum Rognerus inimensum animadvertens exercitum, cUflidontia copiarum luibitu, vqms amcos ductilibus rotalis superpositos ac voTWitiliburt curric.uliH oircumduotos in confertissimos hostes maxima vi oxagitari pnocopit. Quit: res tan turn ad laxandam adversariorum aciem valuit:, ul; viiKunuli snos magis in machinameuto quam milite reposita vuliu'ol.iiv, ctijus intolorabilis moles, quicquid impulit obruit. Altero ergo (luc.uin intoribeto altoro fuga sublapso, universus Hellisponticorum coHrtit ox<n-citUH. Bcithtie quoque, Daxon arctissimo materni sanguinis viiuuilo contlngouteH, oodom obatriti diacrimine refuruntur. Quorum provinr.iu. Witntu'co attributa, Jlutenorum reg. parum viribus fidens, for-midolosa Rogriori arma fuga prascurrere maturavit.
[Hiixo (Irwunmilol Tllstorla Pimia.   Editod by P. K. Mullor.   Coponlmgcn, 1839.   Liber ix. p. 452.]
In a note on the Equos JKneoa, the editor, not knowing ^that auch things had ever been, observes, " commentum nescio unde petitum."
No. siSHI. Kaliirilu: \Viu'-luii;iiM .-.
Tho cut No. aOOis copied from the rude illustrations of the iinrrth and fiftl, cliapters, Book ix, of Olaus MagT.ua.   A figure of one of the brazennd Gothic nations painted the same thing upon their banners and pennons, as the Chinese, Russians, Tartars, &c. do now. Modern dragoons have probably alao derived their designation from soldiers who formerly managed Eolipilic dragons, as in the preceding figure ; tho name being preserved in war's vocabulary after the office and- instrument were forgotten. Orders of chivalry were named after the dragon, and heraldry abounds with its figures.
